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Lo of axger to clarify the situation wit regard to the different Ccmmmist parties 
now existing in Colombia, and to cor’act any confusion which may have arisen 


25X1A2g from a reading of or any previous dissenin- 
ation on the split which occurred i: the Partido Soclalista Democratico on 22 
-25X1X6 duly 1947, EE the 7-13 September issue of Yancyardia, 
organ of the Partido Commista de Colombia (PCC) » announced the ¢issolution of 
the Movimiento Reorganico del Parti.o Gomunista de Colombia. 


2. The Yenguardia article stated that the Executive Committee of th: PCC announced - 
the dissolution of the so-called "Reorganic Movement of the Comm:nist Party of 
Colombia,* and the incorporation «° the latter into the POC, Puhite declarations 
by members of the Reorganie Movemrat are reported to have confir..ad this dissolue 
tion. | 
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The Reorganic Movement of the Communist Party of colombia is 
the full neme of the group of dictidentse led by Diego Montana Cuellar and con- 
sisted mostly of Bucaramanga of1 workers. It is understood that “ontana himself 
has not yet joined any Communist group, although al1 of his follewers are now 
officially members of the PCC. 

25X1A6a 
The above irformation means that there are now only two 

basic factions among the Communists of Colombia: the Partido Conanista de 
Colombia, led by Gilberto Vieiv: White, and the Partido Comunazte Obrero, led 
by Augusto Duran. 
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